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Message Text 


E.O. 11652: NA 
TAGS: BTIO, SY 

SUBJECT: EGT: STUDYING AND PLANNING OP FAYROUZA-ADRA 2 
ELECTRICITY LINE, 400 KVA - MAJOR PROJECT- 

1. 502 /DAMASCUS/ T-81 

2. JUNE 14, 1978 

3. DENNIS A. MICHAUD 

4. 502 SYRIA 

5. N 

6. PUBLIC ESTABLISHMENT OF ELECTRICITY, SULTAN SALIM ST., 
DAMASCUS. 

7. 842 

8. AUGUST 17, 1978 

9. 201-FOREIGN GOVERNMENT TENDER 

10. HBPHY 16230 

SUBMITTING A STUDY AND PLANNING FOR BUILDING ELECTRICITY LINE 
OF 400 KVA BETWEEN FAYROUZA AND ADRA 2, PER THE TENDER 
BOOK OF SPECIFICATIONS AND CONDITIONS. BID BOND SYRIAN 
POUNDS 75 THOUSAND. FINAL BOND TEN PERCENT OF CONTRACT 
PRICE. PERIOD OF EXECUTION DEFINED BY TENDERER, AND 
CONSIDERED A FACTOR OF PREFERENCE. DELAY PENALTY TWO 
PER THOUSAND DAILY. PRICES ARE FINAL AND NO UNDERBIDDING 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 DAMASC 03450 161529Z 


WILL BE ACCEPTED ONCE BIDS ARE OPENED. 


11. MODE OF PAYMENT: NOT DEFINED. TENDER BOOK OBTAINABLE 
FROM EXTERNAL CONTRACTS DEPT. AT THE ESTABLISHMENT, 

UPON PAYMENT OF SYRIAN POUNDS 1000 (ONE US DOLLAR EQUALS 
S.P. 3.90). 
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